Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 2/5/2013 4:44:17 PM 

To: Hanchett, James (DPH) [/O-CO MM ON WEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James, Hanchett] 

Subject: RE: Floor Plan For Morrill 1 2nd floor Lab area 

Jim, 

Attached is what I have from the renovation. Will it do? 

Thanks, 

Stephen 

Stephen Lobi k 

Capital Project Manager 

Faci1ities Pianning Divisi on 

University of Massachusetts 

360 Campus Center Way 

Amherst Ma 01003 

T 413 545 6516 


—--Original Message--- 

From: Hanchett, James (DPH) [mai1 to:james.hanchett@state.ma.us] 

Sent: Tuesday, February 05, 2013 11:35 AM 
To: Lobik Stephen 

Subject: Floor Pi an For Morri11 I 2nd floor Lab area 
Hi Steve , 

Would you happen to have a pdf floor pi an of our 1abs in Morri11 I, Rooms N236, N243- 
N253? If you do could you emai1 it to me. 

Thanks, 


James Hanchett 

Amherst Drug Laboratory 

Room N251 Morri11 I 

637 North Pieasant Street 

Amherst, MA 01003 

Fax: 413-545-2608 

Phone 413-545-2606 



The preceding emai1 message (including any attachments) contains information that may be confidential, 
may be protected by the attorney-client or other applicable privi1eges, or may constitute non-public 
information. It is intended to be conveyed only to the designated recipient(s) named above. If you are 
not an intended recipient of this message, pi ease noti fy the sender by replying to this message and then 
delete al1 copies of it from your computer system. Any use, dissemination, distribution, or reproduction 
of this message by unintended recipients is not authorized and may be unlawful. 
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